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CHRISTOPHER W. COLLETT 

Director of Environmental Research. 

EDUCATION: 

B.Sc. (Hons); Department of Geography, Loughborough University of 
Technology, England, 1979. 

M.A. Department of Geography, Simon Fraser University, Burnaby, B.C. 
1982. 


EXPERIENCE 

Researcher, Theodor D. Sterling and Associates Ltd., Vancouver, B.C., 
1982 to present. 

Research Associate, Department of Geography, Simon Fraser University, 
Burnaby, B.C., 1981-1982. 

Graduate Teaching Assistant, Department of Geography, Simon Fraser 
University, Burnaby, B.C., 1979-1982. 


PROFESSIONAL AFFILIATIONS 


American Society of Heating, Refrigerating and Air Conditioning 
Engineers. 

Air and Waste Management Association. 

Association of Energy Engineers (Vice-President, B.C. Chapter). 
Indbor Air International (Member, Executive Council). 


TECHNICAL AREAS 

Building Performance Assessment. 

Health Effects of Exposure to Indoor Pollutants. 
Database Development. 

Air Pollution Measurement Techniques. 


PUBLICATIONS AND CONFERENCE PRESENTATIONS 

Author and co-author of articles on indoor air quality, sick building 
syndrome, building performance evaluation, health effects of indoor 
pollution!, workplace smoking regulation. 
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